ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 3 
DATE 


OFFICER 1 
OFFICER 2 
SUPERVISO 


R 


1200/12 
30 


1230/13 
5 


1400/14 
10 


1420/15 
00 


1515/15 
30 


1530/15 
45 


1535/15 
45 


04-22-2015 
Tesh #134 
Mooney #124 
Reyes 


Briefing - Start of Watch 


Attempted to start vehicle #3 and the battery was 
B/O. We obtained vehicle #1 keys and jump-started 
vehicle #3. Vehicle was driven to Funk Brothers for 
service per E-40 


Business contact - 1810 Cahuenga - 7/11 store - 
checked with Mario - no problems to report 


Extra patrol - Hollywood area - checked n/s alleys 
for transient activity - no problems to report 


Contact / Referral - 1600 Cahuenga - Sharky’s 
alley - observe a transient m/w/a urinating (41.47.2 
LAMC) in the alley between Sharky’s and Hollywood 
Blvd. Subject was FI advised and sent on his way 


Subject (Teach, Terry DOB 08-17-1976) AR # 15- 
0239 


Radio call - 1240 Vine - Staples parking lot - r/p 
reports a 415 transient sleeping next to the store 
entrance - subject was advised and sent on his way 


Radio call assist - 1240 Vine - Staples Store - r/p 
reports a 415 transient possibly using the store 
computer - FB 2 advises subject is GOA prior to our 
arrival 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


1600/16 
30 


1630/17 
00 


1700/17 
20 


1730/18 
00 


1820/18 
40 


1900/20 
00 


2000/20 
5 


2030 


Extra patrol - Sunset area - checked n/s alleys for 
transient activity - no problems to report 


Code 7 - Denny’s 


Radio call - 6933 Hollywood - Madame Tussauds - 
r/p reports two (2) transients sleeping in the 
emergency exits doorways on Orange Street - 
blocking the entrance. Subjects were advised and 
sent on their way 


Vehicle #3 battery B/O - vehicle driven to Funk 
Brothers for repair per E-40. Vehicle battery 
replaced 


Radio call - 6100 Sunset - Out of The Closet - r/p 
reports a 415 subject inside the location refusing to 
leave - subject was advised and sent on his way - 
Civil Dispute only 


BID office - patrol log and Field Interview follow up 


Vehicle #3 driven to 6" floor - all floors checked for 
transient activity - no problems to report 


End of Watch 
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